PRIMARY 


For 600 to 600 obms connection, © 
strap 2toe 4and& tog 


N 


for (82 to (80 Ohms connection, 
Strap | to 4, 2to 3, Sto g, 
avd@to7 


PRIMARY IMPEDANCE RATIOS 


Terms Terey 150 Ohms 
Terms h = 3, 159 Ohms 
SECONDARY 

Terms yond 150 Ohms 
Terms BST7, 150 Ohms 


SECONDARY 


D.C, RESISTANCE 


4.7 Ohms — 10% 
l.7 Ohms — 10% 


5.9 Ohms _ 10% 
5.9 Ohms — 10% 


Frequency Response _ 1 db 30 to 20,000 cycles per second 


Insulation Test 1000 Volts between coils and case 


Shield Blectro Static between eae, and Secondary 


Connected to Terminal S. 
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